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RTC FRANKFURT FOR TSO SHELLHORN, VIENNA FOR TSO IACKSON 
E.O. 11652:N/A 

TAGS: ASEC 

SUBJECT:MTC21, MK2, D/N, CCTV VOLTAGE PROBLEMS 

REF: TELEPHONE CONVERSATION 12 FEBRUARY BETWEEN TSO 
HIMMELBERGER AND TSO JACKSON 

1 . CONCORD MANUAL FOR CCTV SYSTEM IS IN ERROR. SECTION 
TWO, CBMZD/N SETUP PROCEDURE, STEP 6 SHOULD READ PLUS 
1.15 VOLTS VERSUS MINUS 1.15 VOLTS REPEATPLUS 1.15 VOLTS. 
STEPS 7 AND 8 ARE CORRECT. IN THE EVENT ALIGNMENT CAN 
STILL NOT BE ACHIEVED, REFER TO NOTE AT BOTTOM OF PAGE 
AND PROCEED FROM THAT POINT. INGERSOLL 
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